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Dear  SRM  Customer: 


Since  1998,  NIST  has  issued  188  new  and  renewal  NIST  Standard  Reference  Materials  (SRMs).  This  special 
catalog  supplements  the  existing  printed  NIST  SRM  catalog  to  help  you  find  exactly  the  material  you  need. 

This  catalog  is  divided  into  six  sections,  grouping  SRMs  into  major  categories  of  use.  We  encourage  you  to  check 
all  categories,  as  your  use  may  not  fit  exactly  into  these  categories.  The  supplemental  information  contains  a 
description  of  each  material  and  the  date  the  material  was  issued.  The  latter  is  to  ensure  that  the  material  in 
your  possession  is  the  most  current. 

In  addition,  I  want  to  announce  that  online  ordering  of  NIST  Standard  Reference  Materials  is  now  available  for 
U.S.  customers  only. The  NIST  SRM  Website  http://wvm.nist.gov/srm  now  provides  easy  access  to  the  informa- 
tion and  services  that  customers  need  most.  A  single  mouse  click  reaches  the  current  price  list,  all  new  and 
newly  renewed  NIST  SRMs,  and  the  complete  list  of  all  NIST  SRMs  in  order  by  SRM/Catalog  number  Orders 
can  be  placed  online  with  virtually  no  extra  effort.  Visit  the  site  TODAY!  http.7/www.nist.gov/srm 

As  usual,  if  you  have  any  questions  and  comments,  contact  the  NIST  SRM  Sales  Department  at: 
E-mail:  srminfo@nist.gov 
Fax:301-948-3730 
Tel:  30 1 -975-6776. 

We  look  forward  to  helping  you  meet  all  your  Standard  Reference  Materials  needs. 


John  Rumble,  Jr 
Acting  Chief 
Standard  Reference  Materials  Program 


New/Renewal  Industrial  Standard  Reference  Materials  (SRMs)  for  Ferrous  Metals,  Nonferrous 
Metals,  Microanalysis,  High  Purity  Materials,  Ceramics  and  Glasses,  Cement,  and  Engine  Wear 
Measurements. 

There  are  eighteen  new  and  nine  renewal  industrial  materials  available.  In  the  area  of  ferrous  and  nonferrous 
metals  there  are  eight  new  zinc  aluminum  alloys,  nitrogen  in  low  alloy  steel,  nickel  based  superalloy,  and  two  new 
refractory  alloys.  There  are  five  renewals  of  high  purity  materials  with  a  range  from  sucrose,  potassium  hydrogen 
phthalate,  acetanilide,  cystine  and  chlorine  isotopic,  and  three  new  reference  materials,  isotopically  characterized 
carbon  dioxide. There  is  a  new  silicon  nitride  powder,  three  renewal  cements,  one  renewal  of  wear  metals  in  oil, 
and  a  new  lubricating  oil  additive  package. 


SRM# 

Description 

Date 

New/ 
Renewal 

861 

Nickel-Based  Superalloy  (Chips) 

04/05/2001 

New 

1736 

Zinc-Aluminum  Alloy  (Al  -  0.3076  %^) 

1  1/05/1998 

New 

1737 

Zinc-Aluminum  Alloy  (Al  -  0.6302  %^) 

1  1/05/1998 

New 

1738 

Zinc-Aluminum  Alloy  (Al  -  0.1014  %^) 

1  1/05/1998 

New 

1739 

Zinc-Aluminum  Alloy  (Al  -  0.2049  %^) 

1  1/05/1998 

New 

2139 

Zinc-Aluminum  Alloy  (Al  -  0.2042  %^)  Chips 

1  1/05/1998 

New 

1740 

Zinc-Aluminum  Alloy  (Al  -  0.4177  %^) 

1  1/05/1998 

New 

1741 

Zinc-Aluminum  Alloy  (Al  -  0.5242  %^) 

1  1/05/1998 

New 

1742 

Zinc-Aluminum  Alloy  (Al  -  0.7917  %^) 

1  1/05/1998 

New 

1  /bb 

Nitrogen  in  Low  Alloy  Steel 

1  l/OI/zOOO 

New 

1775 

Refractory  Alloy  (Disk) 

1  1/01/2000 

New 

2175 

Refractory  Alloy  (Chips) 

1 1/01/2000 

New 

2066 

K-41  1  Glass  Microspheres 

09/05/2000 

New 

I7e 

Sucrose  (Polarimetric) 

1  I/I0/I998 

Renewal 

84k 

Potassium  Hydrogen  Phthalate  (Acidimetric  Primary  Standard) 

01/12/2000 

Renewal 

I4ld 

Acetanilide  (99  -  92  %^  C,H,N,0) 

04/23/1998 

Renewal 

143d 

Cystine  (C,H,N,S.O) 

08/13/1998 

Renewal 

975a 

Chlorine  (Isotopic) 

01/31/2001 

Renewal 

8562 

C02  Heavy,  Paleomarine  Origin 

09/22/1998 

New 

8563 

C02-Light,  Petrochemical  Origin 

09/22/1998 

New 

8564 

C02-Biogenic,  Modern  Biomass  Origin 

09/22/1998 

New 

8983 

Silicon  Nitride  Powder  (Tot.  N,0,C) 

04/04/2000 

New 

^  The  values  reported  as  a  mass  fraction 


SRM# 

Description 

Date 

New/ Renewal 

1880a 

Portland  Cement 

08/09/ 1 999 

Renewal 

1882a 

Calcium  Aluminate  Cement  (CaO  -  39.29) 

12/14/1999 

Renewal 

1883a 

12/14/1999 

R  onpw^  1 

1  \d  1  C  TV  dl 

1085b 

Wear  Metals  in  Oil  (300  mg/kg) 

09/12/2000 

Renewal 

1848 

Lubricating  Oil  Additive  Package 

10/05/2000 

New 

3 


New/Renewal  Environmental  Standard  Reference  Materials  (SRMs)  for  Inorganic,  Organic, 
Primary  Gases,  Fossil  Fuels,  Geological  and  Ore  Measurements. 

There  are  twenty-one  new  and  thirty-five  renewal  materials  available  for  environmental  measurements.  New 
materials  listed  below  cover  a  large  range,  such  as;  LC  column  performance,  and  chiral  selectivity,  reformulated 
gasoline,  petroleum  and  furnace  coke,  sludge  and  sediments,  diesel  particulate  matter  and  extract,  mussel  tissue 
contaminants,  trace  elements  in  coal  subbituminous,  and  trace  elements  in  soil.  The  thirty-five  renewal  materials 
include  primary  gas  mixtures,  sulfur,  mercury,  and  trace  elements  in  coal,  PCB's  in  human  serum,  organics  in  cod 
liver  oil,  transformer  oil,  and  urban  dust. 


SRM# 

Description 

Date 

New/ 
Renewal 

1630a 

Trace  Mercury  in  Coal 

02/12/1999 

Renewal 

I64ld 

Mercury  in  Water 

01/10/2000 

Renewal 

1649a 

Urban  Dust 

1  1/20/1998 

Renewal 

1658a 

Methane  in  Air,  1  )imol/mol 

03/23/2000 

Renewal 

1666b 

Propane  in  Air,  10  |imol/mol 

02/12/2001 

Renewal 

1667b 

Propane  in  Air,  50  |imol/mol 

02/12/2001 

Renewal 

1668b 

Propane  in  Air,  100  |amol/mol 

02/12/2001 

Renewal 

1669b 

Propane  in  Air,  500  |imol/mol 

02/12/2001 

Renewal 

1671a 

Carbon  Dioxide  in  Air,  340  |imol/mol 

01/14/1999 

Renewal 

1672a 

Carbon  Dioxide  in  Air,  350  |imol/mol 

01/14/1999 

Renewal 

1677c 

Carbon  Monoxide  in  Nitrogen,  10  |imol/mol 

08/07/2000 

Renewal 

1683b 

NO/N2,  50  |imol/mol 

02/ 1 2/200 1 

Renewal 

1684b 

NO/N2,  100  |imol/mol 

02/15/2001 

Renewal 

1685b 

Nitric  Oxide  in  Nitrogen,  250  |imol/mol 

01/10/2000 

Renewal 

1686b 

Nitric  Oxide  in  Nitrogen,  500  |imol/mol 

01/10/2000 

Renewal 

2621a 

Carbon  Dioxide/Nitrogen,  1.5%  mol/mol 

10/02/1997 

Renewal 

2628a 

Nitric  Oxide  in  Nitrogen,  10  |imol/mol 

03/01/2000 

Renewal 

2644a 

Propane  in  Nitrogen,  250  )imol/mol 

02/23/200 1 

Renewal 

2646a 

Propane  in  Nitrogen,  1000  )amol/mol 

06/12/2000 

Renewal 

2647a 

Propane  in  Nitrogen,  2500  |imol/mol 

06/12/2000 

Renewal 

2648a 

Propane  in  Nitrogen,  5000  )imol/mol 

06/ 1 2/2000 

Renewal 

2736a 

Propane  in  Nitrogen,  2000  |imol/mol 

03/29/2000 

Renewal 

2740a 

Carbon  Monoxide  In  Nitrogen,  10%  mol/mol 

1  I/I0/I999 

Renewal 

<3  r\ 1  ITT 

L^cscnpLion 

New/ Renewal 

774 1  a 

v^aruuii  1  icjriQxiuc  in  iNitrogen,  ij/o  rnoi/rnoi 

Uj/Zo/ZUUU 

Renewal 

2294 

VJ  j/  1  Z/  1  7  70 

New 

2295 

Rpfnrmi ihf pH  r^:^<:olinp  /  1  R  MTRF\ 

V/j;  I  Z.I  1  7  70 

New 

279A 

ixc^lUl  lilUldLcU  vJabUllli^  (  1       /o  t_  1  DCI 

vj  j/  1  Z/  1  7  7O 

New 

XX  /  / 

RpfnrmiihtpH  (Tla^inlinp  (\Ci^/r.  FTOI-I^ 

ixdWi  1  1  lUlaLCU   vJa^^lll  Iw  \  '  v   /O  L-  1  V_y  i  1  1 

f)-!/  1  7/1  QQO 
VJj;  1  Z/  1  7  70 

1  NcW 

2718 

CMimi  1  QQQ 

VJ//ZO/  1  777 

New 

2719 

Cn  119.1 1  999 

U  /  /  ZO/  17  7  7 

INcW 

2776 

Sulfur  in  Fiirn:^rp  PnL'P       -  OR?^ 

ri'?/^  1  / 1  9QR 
U  j/  J  1  / 1  770 

New 

27R2 

In/Hi  icl'ri'^l  \li  1  Hco  1  c do^'f"0/i       arwari't'c \ 
lllUU^Llldl  OlUUgtr  loclcLLcU  cIciTiclltol 

U  1  /U  J/  1  7  7  7 

New 

\A/^tPr  ^^tiir^tPrl  Orr^nr^l  /^"^Q  04  mcr/ml    l-l  CW 
VVdLci   OdLUidLcU  wCLdllOl  yj/.lrx  iTig/rnL  n2*^/ 

U7/UZ/  1  7  7(5 

New 

1  620r 

Sulfur  in  RpqiHinl  FiipI  Oil  (A  R 

1 1  ui  III  rvcoiuudi  1  Uci  v^i  1  t  ■      /o  i 

n4/n4/')nnn 

r\enewai 

1  k'\lc 

\  O  JXu 

1 1  dCc  cic^iTit^iiLo  111  v^Odi  ^Diturninousj 

u  1  /Z  j/ZUU  1 

Renewal 

I  O 

1 1  dLc  df:;ill^li1.d  III  VwOdI  ^bUDDIXUrnmOUS) 

n  1  /n4/')r»n  1 
V  1  /u^/zuu  1 

New 

2682b 

^1  ilfi  1  r       Niprr*!  irv  in      rx'^X  (z.\\V\\^\ti  \  tY\\ir\r\\  ic  ^  _  H  4Q 
ouiiui  cx  1  iciuuiy  III  Vv^Jdi,  1  ou UL/i LUi  1 1 II iv.^Ud  o     v.n^ y  /o  i 

uz/zu/zuu  1 

R  An  AxA/*^  1 
rvcRcWdl 

2684h 
xoo~u 

Sulfur  A  Mprriirv  in                -  OTA 
•juiiui  cx  1  iciv-uiy  III  v^L/di,          J.V//0  /o  1 

04/94/900  1 
ut^/  zt^/  zuu  I 

fxenewai 

2685b 

Sulfur  &  Mercury  in  Coal,  (S  -  4.730  %^) 

02/20/200 1 

Renewal 

1  Wwl  iWTTdl 

2692b 

Sulfur  &  Mercury  in  Coal,  (S  -  1.170  %^) 

02/20/200 1 

Renpwal 

1  Xv^l  IX^TVdl 

2717a 

Sulfur  in  Residual  Fuel  Oil  (3%^) 

0 1  / 1 0/2000 

Renewal 

1  \  Vi»l  iV.«TT  U.I 

8506a 

Moisture  in  Transformer  Oil 

QllQlllOQ  1 

Renewal 

870 

Column  Performance  Test  Mixture  for  LC 

1 2/06/2000 

New 

Z77 

Chiral  Selectivity  Test  Mixtures  for  LC 

1 2/06/2000 

New 

1944 

NY/NJ  Waterway  Sediment 

05/20/1999 

New 

1975 

r)jpcp|  Partinilatp  Fvfrart  ^^from  InHii^trial  Fnrkliff^ 

I^O^I    1   dl  LI^LJ  idl.^    ^ALI  dV.  L   111  \Jl  II    IIIVJLJOl.1  Idl    1  ^.^1  rvlllLI 

1  1  / 1 7/2000 

1   1  /  1  /  /  ^V/\/V/ 

Npw 

1  N  C  TV 

1650a 

nipcpl  Partiriilatp  Mattpr  ^^Spjprtprl  PAH<;^ 

u^iwo^i  1  cii  ui^uicit^  1  iciv.L^i    i..>^i^^L^vj  1  y  VI  i-^f 

1  1  / 1 7/2000 

1  1  /  ill  ^\J\J\J 

R  pnpwa  1 

1  \^l  IC  TV  dl 

2975 

r)jpcp|  Partinilafp  Mattpr  ^from  lnriii<;trial  Forklift^ 

l^^^l    1    dl   UI^LJId  \-\^    1    1  d           1      \  1  1  ^  III    IIIUU^UI  Idl    1  W 1  Ixl  1  1  U  1 

1  1/17/2000 

New 

2976 

Ml K"\p|  Ti^^i ip-Trarp  Flpmpnt^  &  Mpthvlmprnirv 

1  luoo^i   iioou^    II  d\.^  1— 1  ^  1 1 1^1 1 1.O  \^  1  i^tiiyiiiiwi  V.UI  T 

09/15/1998 

New 

2977 

Ml  iccpl  Ti^«;i ip-Or<j  Contaminants  ATrarp  Flpmpnts 

1    ILIOOd    1  lOOLJ^    \^  1  V,  \^\JI  1  Udl  1  III  Idl  1 1.0           II  d^^  ^l^lll^ll 

04/ 1 8/2000 

New 

2978 

Mussel  Tissue-Orp  Contaminants  ^Raritan  Bav  Nh 

04/ 1 8/2000 

V   1/    1  .^ww 

New 

1588a 

Or^anir^  in  Cdci  1  ivpr  Oil 

1  cell  1 1^<3    III               VJ    ^1  V  ^  1      N>_>/  1 1 

07/15/1998 

Will  •^1  1  y  y  \j 

R  pnpwai 

l\^l  I^VVdl 

1 589a 

Pf^R^  Pp^t  nioy/Fiir^tn^/Hiim^in  Spriim 

1    Ntatf  wOf  1                      1             1    Ul  dllO/l    lUIIICXIi    >J^l  Ulll 

04/ 1 8/2000 

R  pnp\A/al 

1  \^l  I^VVdl 

2586 

Trarp  Flpmpnt^  in  Soil  ^SOO  mp/kcy  Pb^ 

IICIV.^    ^l^illWll  1.1^    1 1  1    w/WI  1    1      W    II  1 C/             1    U  1 

03/15/1999 

New 

2587 

Trace  Elements  in  Soil  (3000  mg/kg  Pb) 

03/15/1999 

New 

8704 

Buffalo  River  Sediment 

03/10/2000 

New 

^  The  values  reported  as  a  mass  fraction 


ilerials 


New/Renewal  Physical  Property  Standard  Reference  Materials  (SRMs)  for  Ion  Activity,  Polymeric, 
Thermodynamic  Properties,  Optical  Properties,  Metrology,  and  X-Ray  Spectrometry 
Measurements. 

There  are  twenty-eight  new  and  fifteen  renewal  SRMs  certified  for  physical  properties.  Four  renewals  for  ion 
activity  include  sodium  tetraborate,  potassium  tetroxalate,  sodium  bicarbonate,  sodium  carbonate.  One  new  and 
one  renewal  material  for  polymeric  properties  range  from  polystyrene,  to  ultra-hi  molecular  wt.  polyethylene  bar 
There  are  three  new  and  one  renewal  materials  certified  for  thermodynamic  properties  that  include  tin  and  indi- 
um freezing  point,  gold  vs.  platinum  thermocouple,  and  indium  DSC  calibration  standards.  Thirteen  new  optical 
standards  are  available  ranging  from  liquid  refractive  index,  potassium  dichromate  solution,  six  transmittance  fil- 
ters for  optical  density,  and  three  IR  transmittance  SRMs.  For  metrology  measurements  there  are  ten  new  and 
six  renewal  materials  ranging  from  coating  thickness,  arsenic  implant,  thin  film  depth  profile,  mode  field  diameter, 
wavelength  absorption  cells,  polarization  mode  dispersion,  optical  fiber  coating,  and  coplanar  waveguide  calibra- 
tion. For  x-ray  spectrometry  measurements,  one  new  and  two  renewals  include  materials  for  liquid  density,  and 
line  positioning. 


New/ 

SRM#                         Description                                  Date  Renewal 

1 87d 

Sodium  Tetraborate  (Borax),  pH  9. 182  @  25  C 

n  t  1 1  A  1 1  acta 

01/14/1999 

Renewal 

1  QOk 
1  07D 

rotassium  letroxaiate,  pn  1./I7  (OL;  zd  <w 

r>Q/n  1  /Tr>nn 

Renewal 

I9lb 

Sodium  Bicarbonate,  pH  10.015 

05/14/1998 

Renewal 

192b 

Sodium  Carbonate,  pH  10.015 

05/14/1998 

Renewal 

706a 

Polystyrene  Pellets  (molar  mass) 

1  I/I0/I999 

Renewal 

8456 

Ultra-Hi  Molecular  Wt.  Polyethylene  Bar 

1 2/08/2000 

New 

741a 

Tin  Freezing  Point 

10/15/1998 

Renewal 

1745 

Indium  Freezing  Point 

03/27/1998 

New 

1749 

Gold  vs.  Platinum  Thermocouple 

04/10/1998 

New 

2232 

Indium  DSC  Calibration 

03/15/1999 

New 

1922 

Liquid  Refractive  Index-Mineral  Oil 

08/02/ 1 999 

New 

1935 

Potassium  Dichromate  Solution 

03/12/2001 

New 

2035 

Near  IR  Transmission  Wavelength 

03/09/1999 

New 

2046 

Transmittance  Filter  w/Measured  Optical  Density  (OD  =  1) 

07/22/1998 

New 

2047 

Transmittance  Filter  w/Measured  Optical  Density  (OD  =  2) 

07/22/1998 

New 

2048 

Transmittance  Filter  w/Measured  Optical  Density  (OD  =  3) 

07/22/1998 

New 

2049 

Transmittance  Filter  w/Measured  Optical  Density  (OD  =  4) 

07/22/1998 

New 

2050 

Transmittance  Filter  w/Measured  Optical  Density  (OD  =  5) 

07/22/1998 

New 

2051 

Transmittance  Filter  w/Measured  Optical  Density  (OD  =  6) 

07/22/1998 

New 

6 


SRM# 

Description 

Date 

New/Renewal 

2053 

IRTransmittance  Standard  (OD  near  1.0) 

OO  /OO  /^OOO 

08/29/2000 

New 

2Ub4 

IK  Iransmittance  Standard  (CJU  near  2.0) 

08/29/2000 

New 

zUbb 

IRTransmittance  Standard  (OD  near  3.0) 

08/29/2000 

New 

2056 

IRTransmittance  Standard  (OD  near  4.0) 

AO/OA/OAAA 

08/29/2000 

New 

1  1  CO- 

C_r  &  L.U  Coating  on  Steel  (oO  jim  -  lUUO  |im) 

AO  /I  A/  1  OQQ 

08/20/ 1  999 

Renewal 

1 359a 

Cr  &  Cu  Coating  on  Steel  (48  |im  -  800  |im) 

AO  7*^  A  /  1  AAA 

08/20/ 1 999 

Renewal 

1  3o2b 

Cr  &  Cu  Coating  on  Steel  (40  }im  -  205  |im) 

08/20/ 1 999 

Renewal 

\  3o3b 

Cr  &  Cu  Coating  on  Steel  (255  jiim  -  635  |im) 

AO  I^C\I  1  OOO 

Oollvl  1 999 

Renewal 

1      Z  y1  L. 

1  364b 

Cr  &  Cu  Coating  on  Steel  (800  )im  -  1935  |im) 

AO/'^A/  1  AAA 

08/20/ 1 999 

Renewal 

21  34 

Arsenic  Implant  in  Silicon 

AO/^'^  /TAAA 

08/22/2000 

New 

2  1  35c 

Ni/Cr  1  hin  rilm  Depth  rrotile 

AO  /A  1  /  1  OOO 

03/01/1999 

Renewal 

25  1  3 

Mode-Field  Diameter  of  Single-Mode  Fiber 

A"7/  1  Q/  1  OOO 

0// 1 9/ 1 999 

New 

z5 1  /a 

Wavelength  Reference  Absorption  Cell 

r\~i  ir\Li  1  OQQ 

New 

ZD  1  o 

Polarization-Mode  Dispersion  Standard 

AO/  1  o/TAfin 

New 

ZO  1  7 

Wavelength  Absorption  Cell 

HQ/ 1  Q/ 1  OQQ 

Uo/ 1  o/ 1  yyo 

New 

Zbzj 

Optical  Fiber  Ferrule 

no/no/ 1  OQv 
U7/U0/ 1  77/ 

New 

*»>'pxicai  riuer  v.-oaT.ing  L/Ziamctcr    n—  i . jvt 

n"?/  1  R/  1  QQQ 
VJ/  1  j/  1  777 

INcW 

ZDb4 

Optical  Fiber  Coating  Diameter  n=l.5l5 

m/ 1  C/ 1  QQQ 
U  J/  1  ■>/  1  777 

New 

T  C  C  C 

Optical  Fiber  Coating  Diameter    n=  1 .535 

f\1l  1  C/ 1  QQQ 
U  J/  1  D/  1  777 

New 

o  1  jU 

Coplanar  Waveguide  Calibration 

r>Q/ 1  C  / 1  QQQ 
U7/  1  b/  1  770 

New 

21  Id 

Triliipnp  1  iniiirl  Dpn^itv 

03/08/2001 

Renewal 

640c 

Si  Powder  Line  Position  &  Line  Shape  for  XRD 

09/21/2000 

Renewal 

660a 

LaB^,  Pov^der  Line  Position  &  Line  Shape  for  XRD 

09/21/2000 

Renewal 

2214 

Isooctane  Liquid  Density 

03/08/2001 

New 
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erials 


New/Renewal  Health/Clinical/Food  Standard  Reference  Materials  (SRMs)  for  Health,  Industrial 
Hygiene,  Food  Measurements. 

There  are  twelve  new  and  nineteen  renewal  materials  available  for  health/clinical/food  measurements.  In  the 
health  area,  there  are  four  renewal  and  three  new  materials  that  range  from  uric  acid,  D-glucose,  bovine  serum 
albumin,  toxic  metals  in  blood,  PCR-based  DNA  profiling,  mitochondrial  DNA  sequencing,  to  ascorbic  acid  in 
human  serum.  There  are  eight  new  materials  for  industrial  hygiene,  and  four  renewal  materials  ranging  from 
cocaine  metabolite  in  urine,  respirable  alpha  quartz,  respirable  cristobalite,  lead  paint  films  for  XRF.  The  eight  new 
materials  include  seven  individual  lead  paint  films,  and  trace  elements  in  indoor  dust.  For  foods  and  related  prod- 
ucts there  are  two  renewals  and  one  new  SRM,  meat  homogenate.  The  renewals  include  typical  diet,  and  oyster 
tissue.  All  new  and  renewal  materials  are  listed  below. 

In  addition,  nutrition  composition  information  has  been  added  to  a  number  of  our  existing  reference  materials. 
The  certificates  and  reports  of  investigation  have  been  revised  to  include  this  new  information.  The  materials  are 
SRM  1563  Cholesterol  and  Fat-Soluble  Vitamins  in  Coconut  Oil  (Natural  and  Fortified),  SRM  1974a  Organics  in 
Mussel  Tissue  (Mytilus  edulis),  SRM  1 570a  Trace  Elements  in  Spinach  Leaves,  RM  8415  Whole  Egg  Powder,  RM 
84 1 8  Wheat  Gluten,  RM  8432  Corn  Starch,  RM  8433  Corn  Bran,  RM  8435  Whole  Milk  Powder,  and  RM  8436 
Durum  Wheat  Flour.  The  nutrition  composition  data  that  has  been  added  are  proximates  (solids.fat,  protein,  etc.), 
individual  fatty  acids,  calories,  and  total  dietary  fiber,  as  appropriate. 


SRM# 

Description 

Date 

New/ 
Renewal 

913a 

Uric  Acid 

01/05/01 

Renewal 

917b 

D-Glucose  (dextrose) 

1  1/14/00 

Renewal 

927c 

Bovine  Serum  Albumin  (7%  Soln) 

05/12/99 

Renewal 

966 

Toxic  Metals  in  Blood 

01/05/01 

New 

970 

Ascorbic  Acid  in  Human  Serum 

04/18/00 

New 

1508a 

Cocaine  Metabolite  in  Urine 

03/15/99 

Renewal 

1546 

Meat  Homogenate 

05/12/99 

New 

1548a 

Typical  Diet  (Human) 

02/19/98 

Renewal 

1566b 

Oyster  Tissue 

01/25/01 

Renewal 

1878a 

Respirable  Alpha  Quartz 

09/15/99 

Renewal 

1879a 

Respirable  Cristobalite 

09/15/99 

Renewal 

2391a 

PCR-Based  DNA  Profiling 

01/06/00 

Renewal 

2392 

Mitochondrial  DNA  Sequencing 

02/02/00 

New 

2570 

Lead  Paint  Film  (White/Blank)  (<.00l  mg/cm^) 

12/14/99 

New 

2571 

Lead  Paint  Film  (Yellow)  (3.58  mg/cm^) 

12/14/99 

New 

2572 

Lead  Paint  Film  (Orange)  (1.527  mg/cm^) 

12/14/99 

New 

2573 

Lead  Paint  Film  (Red)  (1.040  mg/cm^) 

12/14/99 

New 
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SRM# 

Description 

Date 

New/Renewal 

2574 

Lead  Paint  Film  (Gold)  (0.714  mg/cm^) 

1 11  \  4/99 

New 

2575 

Lead  Paint  Film  (Green)  (0.307  mg/cm^) 

12/14/99 

New 

2576 

Lead  Paint  Film  (Blue)  (5.59  mg/cm^) 

1 2/09/99 

New 

2579a 

Lead  Paint  Films  for  XRF  (set  of  2570  -  2575) 

12/14/99 

Renewal 

2584 

Trace  Elements  in  Indoor  Dust  (1%  Pb) 

12/21/99 

New 

1563 

Cholesterol  and  Fat-Soluble  Vitamins  in  Coconut  Oil 

05/05/99 

Renewal 

1974a 

Organics  in  Mussel  Tissue  (Mytilus  edulis) 

05/05/99 

Renewal 

1570a 

Trace  Elements  in  Spinach  Leaves 

06/01/01 

Renewal 

8415 

Whole  Egg  Powder  (Trace  Elements  &  Proximates) 

04/28/99 

Renewal 

8418 

Wheat  Gluten  (Trace  Elements  &  Proximates) 

1 0/04/99 

Renewal 

8432 

Corn  Starch  (Trace  Elements  &  Proximates) 

1 0/04/99 

Renewal 

8433 

Corn  Bran  ^Trace  Elements  &  Proximates^ 

III     Li/  I   Ul  1     III   CL  V>  W     ^  1  W  III  W  1  1             \A     1     1  ^i/yNI  1  1  1  CI  ^  W>J  / 

1 0/04/99 

Renewal 

8435 

Whole  Milk  Powder  (Trace  Elements  &  Proximates) 

04/29/99 

Renewal 

8436 

Durum  Wheat  Flour  (Trace  Elements  &  Proximates) 

10/04/99 

Renewal 
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d  Reference  Malerials 


New/Renewal  Engineering  Standard  Reference  Materials  (SRMs)  for  Sizing,  Surface  Finishing,  Fire 
Research,  and  Performance  of  Engineering  Materials. 

There  are  thirteen  new,  and  three  renewal  materials  available  that  cover  a  large  range  of  calibrations  from  spe- 
cific surface  area,  particle  counters,  sieve  calibration,  hardness,  smoke  density,  magnetic  property  measurement, 
toughness  of  ceramics,  and  secondary  ferrite  standards. 


5RMW 

Description 

Date 

New/ 
Renewal 

1900 

Silicon  Nitride  Powder-Specific  Surface  Area  (Static  2.85) 

03/27/ 1 998 

New 

1 899 

Silicon  Nitride  Powder-Specific  Surface  Area  (Static  1 0.52) 

03/27/ 1 998 

New 

1 984 

Thermal  Spray  Powder  Particle  Size  (9  -  30  \xxx\) 

A  1  /  1   1  /'^AA  1 

Ol/I  1/2001 

New 

1985 

Thermal  Spray  Powder  Particle  Size  (18-55  )im) 

Ol/I  1/2001 

New 

OA  1  A 

80 1 0 

Sand  for  Sieve  Analysis 

AO  /  1      /  1  OOO 

08/ 1  3/ 1 998 

New 

863 1 

Medium  Test  Dust  (MTD) 

04/23/ 1 998 

New 

ooiz 

Ultra  rine  lest  Dust  (UrI  U) 

f\~7 /  1  C  /  1  OOO 
0//  1  bl  1  770 

New 

2071b 

Sinusoidal  Roughness 

1 0/20/2000 

Renewal 

2810 

Rockwell  C  Scale  Hardness  -  Low  Range 

06/18/1998 

New 

281  1 

Rockwell  C  Scale  Hardness  -  Mid  Range 

06/18/1998 

New 

2812 

Rockwell  C  Scale  Hardness  -  High  Range 

06/18/1998 

New 

I006d 

Smoke  Density,  Cellulose 

09/16/1999 

Renewal 

762 

Magnetic  Moment  -  Ni  Disk 

07/12/2000 

New 

772a 

Ni  Sphere  for  Magnetic  Moment 

09/16/1999 

Renewal 

2100 

Fracture  Toughness  of  Ceramic 

06/15/1999 

New 

8480 

Ferrite  in  Austenite  -  Low  Range 

05/20/1999 

New 

8481 

Ferrite  in  Austenite  -  High  Range 

05/20/ 1 999 

New 

10 
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y  ioactivily  Standoi 


New/Renewal  Radioactivity  Standard  Reference  Materials  (SRMs)  for  Radioactive  Solutions,  Alpha 
Particle  Point  Sources,  Gamma  Ray  Point  Sources,  and  Natural  Matrix  Materials  for  Calibrating 
Radioactivity  Measuring  Instruments. 

There  are  three  new  and  eleven  renewal  SRMs  for  calibrating  radioactivity  measuring  instruments.  There  is  one 
new  natural  matrix  material,  ashed  bone,  two  renewal  gamma  ray  point  source  materials,  europium  and  barium, 
ten  radioactive  solutions,  plutonium,  americium,  thorium,  radium,  strontium,  hydrogen-3  and  water 


SRM# 

Description 

Date 

New/ 
Renewal 

42I8F 

Europium- 152  Point  Source  Radioactivity 

04/06/ 1 999 

Renewal 

424 IC 

Barium- 133  Point  Source  Radioactivity 

04/06/ 1 999 

Renewal 

4323B 

Plutonium-238  Radioactivity  Solution 

04/04/2000 

Renewal 

4330B 

Plutonium-239  Radioactivity  Solution 

04/04/2000 

Renewal 

4332D 

Americium-243  Radioactivity  Solution 

04/18/2001 

Renewal 

4334G 

Plutonium-242  Radioactivity  Solution 

09/16/1999 

Renewal 

4342 

Thorium-230  Radioactivity  Solution 

06/22/1999 

New 

4356 

Ashed  Bone  Env.  Radioactivity 

04/04/2000 

New 

436  IC 

Hydrogen-3  Radioactivity  Solution 

07/28/1999 

Renewal 

49I9H 

Strontium-90  Radioactivity  Solution 

1 2/06/2000 

Renewal 

4926E 

Hydrogen-3  Radioactivity  Water 

07/28/1999 

Renewal 

4927F 

Hydrogen-3  Radioactivity  Solution 

07/28/1999 

Renewal 

4967 

Radium-226  Radioactivity  Solution 

02/20/2001 

Renewal 

4969 

Radium-226  Radioactivity  Solution 

1  I/I8/I999 

New 

1 1 


SMI  tiiiaM 


Home       SHe  Ifrforniatlon     Ordering  Policies 


This  Web  site  is  dedicated  to  providing  detailed  technical  and  general 
ordering  information  for  Standard  Reference  Materials®  (SRMs)  and 
Reference  Materials  (RMs)  that  are  currently  available  through  the  NIST 
Standard  Reference  Material  Program.  In  addition,  SRM/RM 
measurement  data,  Certificates,  and  Material  Safety  Data  Sheets 
(MSDSs),  can  also  be  viewed  online. 

Quick  Search: 

Enter  SRM/RM  number  or  any  other  key  word  to  fin^  specific  ilems. 


NIST  CEHTENHIAira 


Advanced  Search     Shopping  Cart     Check  Out 


NEW:  SRM  samples  may  now  be  ordered  directly  from  our  web  site! 
Simply  locate  desired  SRIVI(s),  add  them  to  your  shopping  cart,  and 
proceed  to  check  out. 

First  time  buyers  must  first  register  with  our  site  before  purchasing 
materials. 

View  All  SRMs/RMs  by  SRM/RM  Number 
View  Recently  Added/Revised  SRMs/RMs 
View  SRM  Price  List 
SRM  Report  Query  Tool 
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